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CONFIDENTIAL 

PAGE 01 SAIGON 04543 090827Z 
51 

ACTION EA- 14 

INEO OCT-OI ISO-00 SY-03 SCCT-02 ABE-OI EBO-01 OC-06 CCO-00 

OPR-02 USIA-I5 CU-04 RSC-OI DRC-01 /051 W 

01 1963 

R 090655Z APR 74 
PM AMEMBASSY SAIGON 
TO SECSTATE WASHDC 3495 

CONPIDENTIAL SAIGON 4543 

EO 11652: GDS 
TAGS: ASEC, AFSP 

SUBJECT: PROGRAM FOR COMBATTING TERRORISM (PROJECTS AND ESTIMATED 
COSTS OP SAME BY POST) 

REF: STATE 032260 

WE HAVE REEVALUATED THE SECURITY NEEDS AT THE CONGENS 
AND AT SAIGON WHICH ARE SET PORTH BELOW, SOME OP WHICH 
WERE PREVIOUSLY RECOMMENDED: 

I. BIEN HOA. 

1. CONSTRUCT PENCE AND INSTALL GRILLS, SHUTTERS, 

SAFETY GLASS AND LIGHTING AT OPFICE BUILDING. 

ESTIMATED COST: 9,000.00 

2. CONSTRUCT PENCE AND INSTALL LIGHTING, GRILLS, 

SHUTTERS AND SAPETY GLASS AT PRINCIPAL OPFICER’S RESI- 
DENCE. ESTIMATED COST: $7,000.00 

PYI, THE C&R VAULT AT BIEN HOA HAS BEEN COMPLETED. 

3. INSTALL SAPETY GLASS AT PRINCIPAL OPFICER'S 
OPFICE. ESTIMATED COST: $60.00 

4. INSTALL SAPETY GLASS AT THE AMERICAN RESIDENCE 
COMPOUND (PRANZBLAU APTS). ESTIMATED COST: $5,000.00 
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5. NICAD BATTERIES EOR HN-36 HAND/HELD RADIOS. 

NINE (9) AT $100 EACH. COST: $900.00 

6. SPARE PARTS EOR ABOVE. COST $150.00 

7. SPARE PARTS EOR KWM 2A COLLINS RADIOS - $750.00 

II. CAN THO 

1. INSTALL GRILLS, SHUTTERS, SAFETY GLASS, LIGHTING, 

AND CONSTRUCTION OE EENCE AT OEEICE BUILDING. 

ESTIMATED COST: $9,000.00 

2. INSTALL LIGHTING, GRILLS, SHUTTERS, SAFETY GLASS, 

AND CONSTRUCT EENCE AT PRINCIPAL OEEICER'S RESIDENCE. 
ESTIMATED COST: $10,000.00. 

3. INSTALL SAEETY GLASS AT PRINCIPAL OEFICER'S OEFICE. 
ESTIMATED COST: $360.00. 

4. SECURITY CONSTUCTION AT OTHER RESIDENCES TO INCLUDE 
EENCING AND ADDED LIGHTING. ESTIMATED COST: $1,000.00. 

5. NICAD BATTERIES EOR HN-35 HAND/HELD RADIOS. 

NINE (9) AT $100 EACH. COST: $900. 

6. SPARE PARTS EOR ABOVE. COST: $150.00 

7. SPARE PARTS EOR KWM 2A COLLINS RADIOS - $750.00. 

III. DA NANG 

1. INSTALL GRILLS, SHUTTERS, SAFETY GLASS, LIGHTING, 

AND CONSTRUCT EENCE AT OEEICE BUILDING. 

ESTIMATED COST: $9,000.00. 

2. CONSTRUCT EENCE AND INSTALL LIGHTING, GRILLS, 

SHUTTERS AND SAEETY GLASS AT PRINCIPAL OEFICER'S RESIDENCE. 
ESTIMATED COST: $10,000.00. 
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3. INSTALL SAEETY GLASS AT PRINCIPAL OEFICER'S OEFICE. 
ESTIMATED COST: $160.00. 

4. SECURITY CONSTRUCTION AT OTHER RESIJENCES TO INCLUDE 
EENCING AND LIGHTING. ESTIMATED COST: $5,000.00. 

5. CONVEX MIRRORS. ESTIMATED COST: $200.00. 
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6. WHEEL MOUNTED MIRRORS FOR UNDER-CARRIAGE INSPECTION 
OE VEHICLES. ESTIMATED COST: $200.00.2$ 

7. AM/EM TRANSMITTER. ESTIMATED COST: $5,000.00. 

8. CCTV CAMERA AND MONITOR, (COST BORNE BY SY) - $5,000.00. 

9. NICAD BATTERIES EOR HN-36 HAND/HELD RADIOS. NINE (9) 

AT $100 EACH. COST: $900.00. 

10. SPARE PARTS EOR ABOVE. COST: $150.00. 

11. SPARE PARTS EOR KWM 2A COLLINS RADIOS. COST: $750.00. 

IV. NHA TRANG 

1. INSTALL GRILLS, SHUTTERS, SAFETY GLASS, LIGHTING, 

AND CONSTRUCT EENCE AT OEEICE BUILDING. 

ESTIMATED COST: $9,000.00. 

2. INSTALL GRILLS, SHUTTERS, SAFETY GLASS, LIGHTING 
AND CONSTRUCT EENCE AT PRINCIPAL OEEICER'S RESIDENCE. 
ESTIMATED COST: $10,000.00. 

3. INSTALL SAEETY GLASS AT PRINCIPAL OEFICER'S OEFICE. 
ESTIMATED COST: $260.00. 

4. SECURITY CONSTRUCTION AT OTHER RESIDENCES TO INCLUDE 
EENCING AND ADDED LIGHTING: ESTIMATED COST: $2,000.00. 

5. NICAD BATTERIES EOR HN-36 HAND/HELD RADIOS. 

NINE (9) AT $100 EACH. COST: $900.00. 
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6. SPARE PARTS EOR ABOVE. COST: $150.00. 

7. SPARE PARTS EOR KWM 2A COLLINS RADIOS. COST: $750.00 

V. SAIGON. 

1. REPLACEMENT RADIOS FOR MISSION WARDEN GUARD NET. 

(270 RADIOS AT $75.90 EACH). COST: $20,250.00. 

2. EIGHT (8) MOTOROLA HT-220 EM RADIOS EOR SY EMERGENCY 
NET. COST: $8,000.00. 

3. REPLACEMENT OE MISSION WARDEN GUARD VEHCILES. 
($3,000.00 EA FOR TWO AND $5,000.00 EA EOR SIX. TOTAL: $34,000.00) 
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4. ONE PUMPER TRUCK, FIRE. COST: $15,000.00. 

5. PREPOSITIONED EMERGENCY RATIONS. 

(3,750 CASES AT $15.00 EA) COST: $56,250.00. 

6. FULLY ARMORED REPLACEMENT VEHICLE FOR THE 1966 
PONTIAC WHICH IS CURRENTLY IN NEED OF EXTENSIVE REPAIR 
AND REQUIRES CONSTANT MAINTENANCE. 

VI. USIS AREAS. (SPECIFIC RECOMMENDATIONS FOLLOW) 

1. INSTALL INTRUSION ALARMS, ELECTRIC EYE/TRIP WIRE 
TYPE AT TEN (10) RESIDENCES 

IN SAIGON AT COST OF APPROXI- 
MATELY $2,000 EA. ESTIMATED COST: $20,000.00 

2. INSTALL INTRUSION ALARMS AT DIRECTOR'S RESIDENCE 
AT HUE. ESTIMATED COST: $2,000.00. 

3. INSTALL INTRUSION ALARMS AT DIRECTOR'S RESIDENCE 
AT CAN THO. ESTIMATED COST: $2,000.00. 

4. CONSTRUCT FENCE AT CULTURAL CENTER AND DIRECTOR'S 
RESIDENCE AT HUE. ESTIMATED COST: $5,000.00. 

5. CONSTRUCT FENCE AT CULTURAL CENTER AND DIRECTOR'S 
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RESIDENCE AT CAN THO. ESTIMATED COST: $5,000.00. 

MARTIN 
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